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Subject:  Google  Alert  - EPA 


ERA 

As-it-happens  update  □ August  15,  2015 

NEWS 


Gold  King  Mine  owner:  *1  foresaw  disaster'  before  spill 


CNN  International 

(CNN)  The  "abandoned"  mine  where  the  EPA  unintentionally  caused  the  spill  of  more  than  3 million  gallons  of 
wastewater  is  not  exactly  abandoned. 


Flag  as  irrelevant 


Letter:  EPA  inherited  this  from  mining  industry 
Salt  Lake  Tribune 


The  EPA's  contractor  made  a mistake.  No  question  about  it.  What  were  they  supposed  to  do?  Sit  idly  by  as  this 
abandoned  mine  continued  to  seep  ... 


Flag  as  irrelevant 


LRAPAch ief  on  Obama's  EPA  power  rules:  'Fair,  effective  and  flexible  plan' 

KVAL 


It's  the  final  version  of  new  regulations  to  sharply  cut  carbon  emissions  from  coal-fueled  power  plants  and  begin 
transitioning  to  more  renewable  ... 
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